6 * 


Reg. No. os?! crxni(3 

KL/TV(N)/12/2009-2011 


Government of Kerala 
6 c &>©63 croc3ces)oc3 

2009 


KERALA GAZETTE 

(D(n)oo 



PUBLISHED BY AUTHORITY 


u)lc9>3olca>laacn)! L (-.irr\)l(?T)S)ri |S)cytoy) crncaY 


Vol. LIV 

QJOEU^o 54 


26th May 2009 

Thiruvananthapuram, Tuesday 2009 esod) 26 

oOojaKDcmnjjoo, suoacy 5th Jyaishta 1931 

1931 es^rfldOo 5 


No. 

cncnj(3 



PART III 

Factories and Boilers Department 


NOTIFICATION 

No.T2-638/2007/F&B/BOE. 2nd May 2009. 

It is hereby notified as required under Rule 21 of the 
Kerala Boiler Operation Engineers’ Rules 1957 that the 
Boiler Operation Engineers’ Examination for the grant of 
certificate of proficiency as a Boiler Operation Engineer 
will be henld on 11th, 12th, 30th & 31st July 2009. 

Applications in the prescribed form is invited from 
eligible candidates who have passed degree in 
Mechanical Engineering or Electrical Engineering or its 
equivalent with not less than two years experience as an 
Engineer or Assistant Engineer in the running and 
maintenance of battery of boilers not less than two in 
number and each of not less than 100 sq. m. heating 
surface. 

1. The application form along with instructions to 
the candidates can be had from the Secretary, Board of 
Examiners, Office of the Director of Factories and Boilers, 
T. C. 27/1079, Near East Gate of District Court, 
Vanchiyoor, Thiruvananthapuram-695 035. Those who 


desire to get the application form by post may apply for 
the same by enclosing self-addressed envelope 
(27cm. x 12cm.) affixed with postage stamp of Rs. 10 only. 

2. Examination fee shall be Rs. 200 for the Boiler 
Operation Engineers’ Examination. The fee shall be 
remitted in any Government Treasury in Kerala by way of 
chalan under the head of account “0230-00-800-89” (Fee 
for the Boiler Operation Engineers’ Examination). 

3. Exact time, place and mode of Examination will be 
intimated to the candidates individually. 

4. Duly filled and signed application along with all 
enclosures shall be submitted to the secretary to the 
Board of Examiners, Boiler Operation Engineers’ 
Examination Office of the Director of Factories and 
Boilers, Shani Manzil, Near the East Gate of District Court, 
Vanchiyoor R O., Thiruvananthapuram-35. 

5. The last date of receipt of filled up application is 
6th June 2009 by 5 p.m. 

(Sd.) 

Joint Director of Factories 
and Boilers (HQ) 
and Secretary to the Board 

Thiruvananthapuram. of Examiners. 


Gaz. No. 21/2009/DTP (Factroies & Boilers). 










